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EB No. 1356 19 March 1986 


RECEPTION FOR 
DEPUTY DIRECTOR OF CENTRAL INTELLIGENCE 


le. Mr. John N. McMahon, Deputy Director of Central Intelligence, is 
retiring on_28 March 1986 after thirty-four years of service with this 


Agency. During this time, Mr. McMahon has served in a number of positions in 
each of the Directorates and made many friends. To afford all employees an 
opportunity to say good-bye, a reception will be held in the North Cafeteria 
on 27 March 1986 from 2:00 to 4:00 p.m. In order to avoid undue delay and 
permit everyone to bid “auf Wiedersehen" to Mr. McMahon, employees are asked 


to attend according to the following schedule: 


Directorate of Administration 2:00 - 2:25 p.m. 
Directorate of Operations 2:25 - 2:45 p.m. 
Directorate of Science and Technology 2:45 - 3:10 p.m. 
Directorate for Intelligence 3:10 - 3:45 pem. 
Other Staffs and Offices 3:45 - 4:00 p.m. 


2. Transportation has been arranged for employees working outside the 


Headquarters Building as follows: 


Area Transportation 


Rosslyn Buses will depart from the front of 


Ames Building at 1:30 p.m. and 
return at 3:30 p.m. 
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STAT 


3. Transportation buses will arrive and depart in front of the 
Headquarters Building. Employees arriving by bus are encouraged to proceed to 
the reception without regard to the schedule in paragraph 1. Signs will be 
displayed indicating the buildings to which the buses will be returning. 


DISTRIBUTION: ALL EMPLOYEES 


N.B. "ALL EMPLOYEES" means that each Agency employee is to receive his or 
her own copy. If an employee observes this EB on a reading board and 
has not received a copy, please contact the Regulatory Policy Division 


STAT on extension 
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